Findings of Fact

1.    The No.   1 Mine of Mull in Creek Coal Company,   Inc.,  has  two working
sections.    On April 10,   1980, when most of the events  resulting in  the filing
of  the Complaint in this  proceeding occurred,  a continuous-mining machine  was
being used in one section and conventional mining procedures were being used
in the other section.     The men using  the conventional  equipment were engaged
in secondary mining or the extracting of pillars.     Two  production shifts per
day were used in the pillar-recovery section.     Respondent has  stipulated  that
it is  subject  to the provisions of the    Act and  to  the  regulations  promulgated
thereunder.

2.    Jerry Lee Smith was the operator of the roof-bolting machine on  the
3-p.m.-to-ll-p.m.  shift and had worked at  the No.  1 Mine for about 1 year
prior to April 10,  1980.     He left the mine about  6 p.m.   on April  10 because
he claimed that hazardous conditions made it unsafe for him to work.     He
described  the unsafe conditions as an absence of  the  proper number of breaker
posts,  excessively wide bolting places,  and lack of  timbers  for use as line
posts or roadway posts.     He claimed that such wide cuts of coal had been taken
from the No.   2 and No.  3 pillars,   that he had  to install  32 bolts  on 4-foot
centers instead of the 15 bolts which would have been required  if  excessively
wide cuts had not been taken.     Smith also refused  to install bolts  in the

No.  7  pillar after the coal was loaded because  the roof  just  outby  that pillar
had dropped down about 2 or 3 inches.     Smith said  that it was unsafe  to pass
under that portion of bad roof in order to bolt  the roof in  the fresh cut
which had been loaded from the No.   7 pillar.     Smith also claimed  that eight
breaker posts were required to be set inby the end of each pillar but in only
one entry in the entire line of pillars had breaker posts been set,   and even
for that single entry,  only six of the eight required  posts had been Installed.
Also,   Smith said  that an adequate amount of air was not reaching  the working
face because of the complete absence of brattice curtains.     Smith asks  that
he be reinstated to his former position.

3.    Monroe Mullins was the operator of the cutting machine in  the pillar-
recovery section on the 3-to-ll-p.m.   shift on April 10,  1980.     He had worked
at the No.   1 Mine about 4 months prior to April 10.     Mullins  left  the mine
about 6 p.m.  on April 10 because he believed it was unsafe to work in the
mine.    Mullins claimed that six breaker posts had been Installed in only one
entry out of seven entries, and that in the single entry where breaker posts
had been set,  only six had been set of the eight which were required.     Mullins
asked the section foreman for additional timbers,  but  the section foreman told
him to run coal and no timbers were provided.    Mullins also stated that proper
ventilation was lacking because no brattice curtains at all had  been installed.
All seven pillars had been completely cut from one  side  to  the other without
leaving wings on either side of the pillars.    Mullins asks that he be rein-
stated  to his former position as operator of the roof-bolting machine.

4.    Thomas V. Walker now works for the A and S Coal Company and does not
ask to be reinstated to his former position at Mullin Creek's mine.     On
April 10, 1980, Walker was the "shot f irer1" or the person who filled holes
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